Vision Government Solutions 


616 HIGH ST 
Location 616 HIGH ST 
Acct# 31-022-000 
Building Name 
Assessment $27,259,200 


Building Count 18 


Current Value 


Valuation Year 


2021 


Parcel Addreses 


Owner of Record 


Owner HYDE SCHOOL 
Co-Owner 
Address 616 HIGH STREET 


BATH, ME 04530-1946 


Ownership History 


Owner 


HYDE SCHOOL 


DiuilAina Infaumatian 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Map Lot Sublot 31/022/000// 
Owner HYDE SCHOOL 
Taxable Status Exempt 
PID 2807 
Legal Description 
Assessment 
Improvements Land 
$11,680,200 $15,579,000 


Additional Addresses 


No Additional Addresses available for this parcel 


Sale Price $0 


Book 352 

Page 115 

Sale Date 01/01/1800 
Instrument 00 
Qualified U 


Ownership History 


Sale Price Instrument Sale Date Book 


$0 00 01/01/1800 352 


3/2/23, 9:03 AM 


$27,259,200 


Page 


115 
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Vision Government Solutions 


DUNUNIY WIULITICGUUEE 


Building 1 : Section 1 


Year Built: 

Living Area: 
Replacement Cost: 
Building Percent Good: 
Replacement Cost 
Less Depreciation: 


1986 
2,219 
$133,592 
83 


$110,900 
Building Attributes 


Roof Structure 


Roof Cover 


Interior Floor 1 


Interior Floor 2 


Field Description 
Style Garage/Office 
Model Commercial 
Grade Average 
Stories 1 
Units 1.00 
Exterior Wall 1 Pre-Fab Wood 


Gable/Hip 
Asph/F Gls/Cmp. 


Fin Concrete 


Building 2 : Section 1 


Year Built: 


Heat Fuel Oil 

Heat Type Hot Water 
AC Type None 
Heating/Cooling 

Frame Steel 

Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns 

Wall Height 9.00 


1986 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


3/2/23, 9:03 AM 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 12861_517« 


Building Layout 


(ParcelSketch.ashx? pid=2807 &bid=2807) 


Description 


Building Sub-Areas (sq ft) 


Building Photo 
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Living Area: 
Replacement Cost: 
Building Percent Good: 
Replacement Cost 
Less Depreciation: 


1,766 
$360,263 
83 


$299,000 


Building Attributes : Bldg 2 of 18 


Exterior Wall 1 


Roof Cover 


Interior Floor 1 


Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 1 
Units 1.00 


Pre-Fab Wood 


Roof Structure 


Gable/Hip 


Asph/F Gls/Cmp. 


Fin Concrete 


Interior Floor 2 


Heat Fuel Oil 
Heat Type Forced Air-Duc 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 8.00 
Building 3 : Section 1 
Year Built: 1986 
Living Area: 3,535 
Replacement Cost: $321,372 
Building Percent Good: 83 
Replacement Cost 
Less Depreciation: $266,700 


Building Attributes : Bldg 3 of 18 


Field 


Style 


Description 


Apartments 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


- 


Building Layout 


(ParcelSketch.ashx? pid=2807 &bid=1 03884) 


3/2/23, 9:03 AM 


(https://images.vgsi.co m/photos/BathM EPhotos///0005/ P31 1 2862_51 7 


2 


Building Sub-Areas (sq ft) Legend 

Code Description aa wit 
BAS First Floor 1,766 1,766 
FOP Porch, Open, Framed 478 0 
UST Utility, Storage, Unfinished 160 0 
2,404 1,766 
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Model Commercial 
Grade Average 
Stories 1 
Units 3.00 
Exterior Wall 1 Pre-Fab Wood 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Carpet 
Interior Floor 2 Vinyl 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 

Building 4 : Section 1 

Year Built: 1974 

Living Area: 1,982 

Replacement Cost: $309,094 

Building Percent Good: 77 

Replacement Cost 

Less Depreciation: $238,000 


Building Attributes : Bldg 4 of 18 


ee ee eee 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


PW ll i 


3/2/23, 9:03 AM 


we 
(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 12863_517¢ 


Building Layout 


(ParcelSketch.ashx? pid=2807 &bid=1 03885) 


Building Sub-Areas (sq ft) Legend 
Code Description oe pada 
Area Area 
BAS First Floor 3,535 3,535 
FBM Basement, Finished 1,476 0 
FEP Porch, Enclosed, Framed 72 0 
WDK Deck, Wood 700 0 
5,783 3,535 
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Style Dormitory 
Model Commercial 
Grade Average 
Stories 1.5 

Units 1.00 

Exterior Wall 1 Wood Shingle 
Roof Structure Gambrel 


Roof Cover Rolled Compos 
Interior Floor 1 Carpet 
Interior Floor 2 

Heat Fuel Gas 

Heat Type Hot Water 
AC Type None 
Heating/Cooling 

Frame Steel 

Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 

Wall Height 8.00 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


(https://images.vgsi.com/photos/BathMEPhotos///0005/ 


Building Layout 


3/2/23, 9:03 AM 


- . 
P3112864_517: 


(ParcelSketch.ashx? pid=2807 &bid=1 03886) 


Building Sub-Areas (sq ft) 


Code Description 
BAS First Floor 
FHS Half Story, Finished 
FOP Porch, Open, Framed 
UBM Basement, Unfinished 
WDK Deck, Wood 
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Building 5 : Section 1 


Year Built: 

Living Area: 
Replacement Cost: 
Building Percent Good: 
Replacement Cost 
Less Depreciation: 


2001 
16,561 
$1,709,445 
90 


$1,538,500 


Building Attributes : Bldg 5 of 18 


Field Description 
Style Dormitory 
Model Commercial 
Grade Average 
Stories 1.75 
Units 20.00 
Exterior Wall 1 Wood Shingle 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Carpet 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type Central 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 9.00 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


3/2/23, 9:03 AM 


| | | 4,011 | 1,982 | 


Building Photo 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 12865_517% 


Building Layout 


40 


Tas 
BAS 


118 118 


(ParcelSketch.ashx?pid=2807 &bid=1 03887) 


Building Sub-Areas (sq ft) Legend 
Code Description end 
Area 
BAS First Floor 9,117 
TQS Three Quarter Story 5,124 
FUS Upper Story, Finished 2,320 
FOP Porch, Open, Framed 0 
16,561 
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Building 6 : Section 1 


Year Built: 
Living Area: 
Replacement Cost: 


Building Percent Good: 


Replacement Cost 
Less Depreciation: 


1940 
2,328 
$470,721 
63 


$296,600 


Building Attributes : Bldg 6 of 18 


Building Photo 


(https://images.vgsi.com/photos/BathMEPhotos///00 


y 


Building Layout 


3/2/23, 9:03 AM 


IDK BAS 


FSP 


Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Wood Shingle 
Roof Structure Gambrel 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Hardwood 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Steam 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 8.00 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


FUS 
IBAS 
UBM 


41 


05/P3112866_5175 


FEP 


(ParcelSketch.ashx? pid=2807 &bid=1 03888) 


Building Sub-Areas (sq ft) Legend 
Code Description i ee 
Area Area 
BAS First Floor 1,262 1,262 
FUS Upper Story, Finished 1,066 1,066 
FEP Porch, Enclosed, Framed 135 0 
FSP Porch, Screen, Framed 135 0 
UBM Basement, Unfinished 1,066 0 
WDK Deck, Wood 196 0 
3,860 2,328 
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Vision Government Solutions 3/2/23, 9:03 AM 


Building 7 : Section 1 


Year Built: 1998 Building Photo 
Living Area: 13,725 
Replacement Cost: $1,326,105 


Building Percent Good: 89 
Replacement Cost 
Less Depreciation: $1,180,200 


Building Attributes : Bldg 7 of 18 
Field Description 

Style Dormitory 

Model Commercial 

Grade Average 

Stories 1.5 

Units 1.00 

(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 12867_518( 

Exterior Wall 1 Clapboard 

Roof Structure Gable/Hip Building Payout 

Roof Cover Asph/F Gls/Cmp. ps . 

Interior Floor 1 Carpet 

Interior Floor 2 ia 

Heat Fuel Gas a 

Heat Type Hot Water Fs i of "| ks 

AC Type None : : “ 

Heating/Cooling = . 

Frame Steel ‘ " 

Primary Bldg Use PRI SCHOOL i a 

Baths/Plumbing Average 

Ceiling/Wall Ceil & Walls si 

Rooms/Prtns Average 

‘WallHeight = 800 | (ParcelSketch.ashx?pid=2807 &bid=1 03889) 
Building Sub-Areas (sq ft) Legend 
Code Description ene 
Area 

BAS First Floor 9,150 
FHS Half Story, Finished 4,575 
FOP Porch, Open, Framed 0 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 Page 8 of 20 


Vision Government Solutions 


Building 8 : Section 1 


Year Built: 

Living Area: 
Replacement Cost: 
Building Percent Good: 
Replacement Cost 
Less Depreciation: 


1974 
6,660 
$888,555 
77 


$684,200 


Building Attributes : Bldg 8 of 18 


Field Description 

Style Dormitory 
Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Pre-Fab Wood 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Carpet 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 8.00 

Building 9 : Section 1 

Year Built: 1980 

Living Area: 3,162 

Replacement Cost: $506,141 

Building Percent Good: 79 

Replacement Cost 

Less Depreciation: $399,900 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


(https://images.vgsi.com/photos/Ba 


aS 


Building Layout 


See: a 


hMEPhotos///00 


3/2/23, 9:03 AM 


05/P3112868_518° 


135 


(ParcelSketch.ashx? pid=2807 &bid=1 03890) 


Building Sub-Areas (sq ft) Legend 

Code Description rian pik 
FUS Upper Story, Finished 3,468 3,468 
BAS First Floor 3,192 3,192 
FBM Basement, Finished 3,640 0 
WDK Deck, Wood 252 0 
10,552 6,660 
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Building Attributes : Bldg 9 of 18 


Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Board & Batten 


Roof Structure Gambrel 

Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Vinyl 

Interior Floor 2 

Heat Fuel Gas 

Heat Type Forced Air-Duc 
AC Type None 
Heating/Cooling 

Frame Steel 

Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 

Wall Height 8.00 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P3112869_518: 


Building Layout 


3/2/23, 9:03 AM 


FUS 
BAS 


(ParcelSketch.ashx? pid=2807 &bid=1 03891) 


Building Sub-Areas (sq ft) Legend 
Pare Gross Living 
Code Description 
Area Area 
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Building 10 : Section 1 


Year Built: 

Living Area: 
Replacement Cost: 
Building Percent Good: 
Replacement Cost 
Less Depreciation: 


1974 
5,942 
$621,674 
77 


$478,700 


Building Attributes : Bldg 10 of 18 


Field Description 
Style Dormitory 
Model Commercial 
Grade Average 
Stories 1 
Units 1.00 
Exterior Wall 1 Clapboard 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Asphalt Tile 
Interior Floor 2 Carpet 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 7.00 
Building 11 : Section 1 
Year Built: 1974 
Living Area: 17,580 
Replacement Cost: $2,553,500 
Building Percent Good: 77 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


3/2/23, 9:03 AM 


BAS ‘First Floor 1,581 | 1,581 | 


FUS Upper Story, Finished 1,581 1,581 


3,162 3,162 


Building Photo 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 12870_518: 


Building Layout 


BAS 


38.63 


(ParcelSketch.ashx? pid=2807 &bid=1 03892) 


Building Sub-Areas (sq ft) Legend 

Code Description — ys 
BAS First Floor 5,942 5,942 
FOP Porch, Open, Framed 154 0 
6,096 5,942 
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Replacement Cost 
Less Depreciation: 


$1,966,200 


Building Photo 


(ParcelSketch.ashx? pid=2807 &bid=1 03893) 


3/2/23, 9:03 AM 


Building Attributes : Bldg 11 of 18 
Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 1 
Units 1.00 
Exterior Wall 1 Clapboard 
Roof Structure Gable/Hip 
nem Gave aE ISM: (https://images.vgsi.com/photos/BathMEPhotos///0005/P3122871_518¢ 
Interior Floor 1 Slate 
Building Layout 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Forced Air-Duc 
AC Type None 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average “i 
Wall Height 20.00 
70 


Bui 


Iding Sub-Areas (sq ft) 


Code 


Description 


Gross Living 
Area Area 


BAS First Floor 


17,580 17,580 


FOP Porch, Open, Framed 96 0 
UST Utility, Storage, Unfinished 252 0 


17,928 17,580 


Building 12 : Section 1 


R.A 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 Page 12 of 20 
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DUHUINNY FiULlw 


Year Built: 1910 
Living Area: 430 
Replacement Cost: $98,775 


Building Percent Good: 61 
Replacement Cost 
Less Depreciation: $60,300 


Building Attributes : Bldg 12 of 18 

Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 1 Fi Py ieee 
Units 1.00 (https://images.vgsi.com/photos/BathMEPhotos///0005/P3122872_518! 
Exterior Wall 1 Brick Veneer Building Layout 
Roof Structure Gable/Hip Ti 
Roof Cover Standing Seam 
Interior Floor 1 Fin Concrete 
Interior Floor 2 re v 
Heat Fuel Gas 
Heat Type Hot Air-no Duc 
AC Type None 3 7 
Heating/Cooling 
Frame Steel eee 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing 
Ceiling/Wall (a " 
Rooms/Prtns Light 
Wall Height 8.00 


20 


(ParcelSketch.ashx? pid=2807 &bid=1 03894) 


Building Sub-Areas (sq ft) Legend 
Code Description arene saul 
Area Area 
BAS First Floor 430 430 
430 430 


Building 13 : Section 1 


DiulAingn Dhata 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 Page 13 of 20 


Vision Government Solutions 3/2/23, 9:03 AM 


DULUIIY Fini 


Year Built: 1980 
Living Area: 454 
Replacement Cost: $127,547 


Building Percent Good: 79 
Replacement Cost 
Less Depreciation: $100,800 


Building Attributes : Bldg 13 of 18 
Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 1 es 
lute = «Jt SJ (https://images. vgsi.com/photos/BathMEPhotos///0005/P3122873_518( 
Exterior Wall 1 Brick Veneer Building Layout 
Roof Structure Gable/Hip 
Roof Cover Standing Seam 
Interior Floor 1 Ceramic Tile 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Hot Air-no Duc 
AC Type Heat Pump 
Heating/Cooling 
Frame 05 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing None 
Ceiling/Wall None 
Rooms/Prtns Light 
Wall Height 10.00 


(ParcelSketch.ashx? pid=2807 &bid=1 03895) 


Building Sub-Areas (sq ft) Legend 

Code Description 
BAS First Floor 454 454 
CAN Canopy | 36 | 0 
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Porch, Enclosed, Framed 8 
571 454 


Building 14 : Section 1 


Year Built: 1968 Building Photo 
Living Area: 5,240 
Replacement Cost: $840,793 


Building Percent Good: 75 


Replacement Cost 
Less Depreciation: $630,600 


Building Attributes : Bldg 14 of 18 
Field Description 
Style Dormitory 
Model Commercial 
Grade Average 
Stories 1 
Units 1.00 aS SS. 
(https://images.vgsi.com/photos/BathMEPhotos///0005/P3122874_518: 
Exterior Wall 1 Vinyl Siding 
Building Layout 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gils/Cmp. iia WOK 
a a | 16 
21 
j 8 
Interior Floor 1 Carpet aa bas “| 
Interior Floor 2 
131 

Heat Fuel Gas erie 
blest lype Bot Water (ParcelSketch.ashx?pid=2807 &bid=103896) 
AG Type igre Building Sub-Areas (sq ft) Legend 
Heating/Cooling 

Code Description 
Frame 05 
Primary Bldg Use PRI SCHOOL BAS First Floor 
Baths/Plumbing Average FBM Basement, Finished 
Ceiling/Wall Ceil & Walls FOP Porch, Open, Framed 
Rooms/Prtns Average WDK Deck, Wood 
Wall Height 7.00 


Building 15 : Section 1 


Year Built: 1910 
Living Area: 2,363 
Replacement Cost: $425,564 


Building Percent Good: 61 
Replacement Cost 
Less Depreciation: $259,600 
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Building Attributes : Bldg 15 of 18 


Field Description 

Style School / College 
Model Commercial 
Grade Average 
Stories 1 
Units 4.00 
Exterior Wall 1 Brick Veneer 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Carpet 
Interior Floor 2 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type None 
Heating/Cooling 
Frame 05 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 8.00 

Building 16 : Section 1 

Year Built: 1910 

Living Area: 22,664 

Replacement Cost: $3,869,910 

Building Percent Good: 61 

Replacement Cost 

Less Depreciation: $2,360,600 


Building Attributes : Bldg 16 of 18 


Field 


Description 


Style 


School / College 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


Building Photo 


Pee 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P3 


Building Layout 


3/2/23, 9:03 AM 


FAT 
BAS 


70 


ar 


(ParcelSketch.ashx? pid=2807 &bid=1 03897) 


Building Sub-Areas (sq ft) 


Code Description 
BAS First Floor 
FAT Attic, Finished 
FOP Porch, Open, Framed 


Gross 
Area 


1,890 
1,890 
448 


4,228 


Legend 
Living 
Area 


1,890 


473 


2,363 
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Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Brick Veneer 
Roof Structure Gable/Hip 
Roof Cover Clay Tile 
Interior Floor 1 Hardwood 
Interior Floor 2 Carpet 
Heat Fuel Gas 
Heat Type Hot Water 
AC Type None 
Heating/Cooling 
Frame 05 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 10.00 

Building 17 : Section 1 

Year Built: 2006 

Living Area: 9,210 

Replacement Cost: $1,328,783 

Building Percent Good: 92 

Replacement Cost 

Less Depreciation: $1,222,500 


Building Attributes : Bldg 17 of 18 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


3/2/23, 9:03 AM 


Building Photo 


: < 


(https://images.vgsi.com/photos/BathMEPhotos///0005/P31 22876_518: 


Building Layout 


FUS 
BAS 
UBM 


26 
oe tf 


BAS TE FUS 


122 


(ParcelSketch.ashx? pid=2807 &bid=1 03898) 


Building Sub-Areas (sq ft) Legend 
Code Description oe ening 
Area Area 
BAS First Floor 15,976 15,976 
FUS Upper Story, Finished 6,688 6,688 
FOP Porch, Open, Framed 1,265 0 
PTO Patio 2,643 0 
UAT Attic, Unfinished 4,048 0 
UBM Basement, Unfinished 15,976 0 
46,596 22,664 


Page 17 of 20 


Vision Government Solutions 


Field Description 
Style School / College 
Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Brick Veneer 
Roof Structure Flat 


Roof Cover Rolled Compos 
Interior Floor 1 Vinyl 
Interior Floor 2 Hardwood 
Heat Fuel Gas 
Heat Type Forced Air-Duc 
AC Type Central 
Heating/Cooling 
Frame 05 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average 
Wall Height 

Building 18 : Section 1 

Year Built: 2012 

Living Area: 18,350 

Replacement Cost: $1,790,674 

Building Percent Good: 95 

Replacement Cost 

Less Depreciation: $1,701,100 


Building Attributes : Bldg 18 of 18 


Field 


Description 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


3/2/23, 9:03 AM 


Building Photo 


B/S ~~ \ thas es 
(https://images.vgsi.com/photos/BathMEPhotos///0005/P3122877_519( 


Building Layout 


FUS 58 
BAS 


(ParcelSketch.ashx? pid=2807 &bid=1 03899) 


Building Sub-Areas (sq ft) Legend 
a Gross Living 
Code Description 
Area Area 
BAS First Floor 4,605 4,605 
FUS Upper Story, Finished 4,605 4,605 
9,210 9,210 
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3/2/23, 9:03 AM 


oe ren Building Photo 
Model Commercial 
Grade Average 
Stories 2 
Units 1.00 
Exterior Wall 1 Clapboard 
Roof Structure Gable/Hip 
Roof Cover Asph/F Gls/Cmp. 
Interior Floor 1 Vinyl 
Interior Floor 2 
Heat Fuel Gas = : i ae : ie: a 
Heat Type ise waice (https://images. vasi.com/photos/BathMEPhotos///0005/P3132878_519 
AC Type None Building Layout 
Heating/Cooling 
Frame Steel 
Primary Bldg Use PRI SCHOOL 
Baths/Plumbing Average 
Ceiling/Wall Ceil & Walls 
Rooms/Prtns Average “i 
Wall Height 10.00 (ParcelSketch.ashx? pid=2807 &bid=1 03900) 
Building Sub-Areas (sq ft) Legend 
Code Description 
BAS First Floor 
FUS Upper Story, Finished 
FOP Porch, Open, Framed 
PTO Patio 
WDK Deck, Wood 
Extra Features 
Extra Features Legend 
Code Description Size Assessed Value Bldg # 
SPR1 SPRINKLERS-WET 9327.00 S.F. $6,600 7 
SPR1 SPRINKLERS-WET 9932.00 S.F. $6,100 8 


Land 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 
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3/2/23, 9:03 AM 


Land Use Land Line Valuation 
Use Code 9040 Size (Acres) 127 
Description PRI SCHOOL Assessed Value $15,579,000 
Zone R1 
Neighborhood 201C 
AltLand Appr No 
Category 
Outbuildings 
Outbuildings Legend 
Code Description Size Assessed Value Bldg # 
SHD1 SHED 80.00 S.F. $600 1 
SHD1 SHED 252.00 S.F. $1,800 1 
SHD1 SHED 896.00 S.F. $6,300 1 
SHD1 SHED 64.00 S.F. $400 1 
WDK WOOD DECK 192.00 S.F. $1,500 1 
FGR4 GARAGE W LOFT 2400.00 S.F $42,000 1 
FGR1 GARAGE-AVE 384.00 S.F. $6,000 1 
FOP SCREEN HOUSE 192.00 S.F. $1,700 1 
SHD1 SHED 96.00 S.F. $700 1 
SHD1 SHED 160.00 S.F. $1,100 1 
SHD1 SHED 80.00 S.F. $600 1 
FOP SCREEN HOUSE 256.00 S.F. $2,300 17 
Valuation History 
Assessment 
Valuation Year Improvements Land Total 

2022 $11,680,200 $15,579,000 $27,259,200 
2021 $11,680,200 $15,579,000 $27,259,200 
2020 $11,680,200 $15,579,000 $27,259,200 


https://gis.vgsi.com/bathme/Parcel.aspx?pid=2807 


(c) 2023 Vision Government Solutions, Inc. All rights reserved. 
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